To:  Wieber,  John[Wieber.John@epa.gov];  Bahnfleth,  Ryan[Bahnfleth. Ryan@epa.gov];  Kidane, 

Dawit[Kidane.  Dawit@epa.gov] 

From:  Lucotch,  John 

Sent:  Mon  8/1 0/2015  6:30:50  PM 

Subject:  RE:  Gold  King  Mine  ER 


It  works  in  Sadie  nice  job  everybody 


https://r8.  ercloud.org/SADIE/Sampl  eResults?prj=Gold%20King%20Mine%20Blowout&date=01%2F01%2F18i 


From:  Wieber,  John  [mailto:Wieber.John@epa.gov] 

Sent:  Monday,  August  10,  2015  12:26  PM 

To:  Bahnfleth,  Ryan  <Bahnfleth.Ryan@epa.gov>;  Kidane,  Dawit  <Kidane.Dawit@epa.gov>; 
Lucotch,  John  <John. Lucotch@WestonSolutions.com> 

Cc:  McDaniel,  Mark  <McDaniel.Mark@epa.gov>;  Christenson,  Dave 
<Christenson . Dave@  epa . gov> 

Subject:  Gold  King  Mine  ER 


ESAT/START, 


Please  preserve  all  correspondence,  documents,  and  work  products  related  to  the  Gold  King 
Mine  Emergency  Response.  I anticipate  a series  of  FOIA  requests  coming  our  way  resulting  in 
litigation  holds. 


John  Wieber 

U.S.  Environmental  Protection  Agency 

Region  8 GIS  Coordinator 

Acting  EPR  Data  Systems  Unit  Chief 

1595  Wynkoop  Street 

Denver,  CO  80202 

Office:  (303)  312-6118 

Mobile:  (303)  349-5577 

Email:  wiebcr.iohndfena.gov 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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